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SUBJECT: SECURITY WALL FOR CCC VERANDA-CAIRO 
REF: A/SY/FO MEMORANDUM DATED APRIL 18, 1975 

1. RSO CONCURS WITH YOUR VIEWS AND POST APPROVES. GSO OBTAINED 
ESTIMATE FROM LOCAL CONTRACTOR FOR L.E. 2000 ($3600). RECOMMEND 
EXPANDED WIRE MESH IN LIEU OF GLASS BLOCK ON TOP OF WALL. EXISTING 
AIR CONDITIONERS NOW EXHAUST ONTO VERANDA FROM CCC AND WIRE 
MESH WILL PERMIT VENTILATION. 
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